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Message Text 

UNCLASSIFIED 

PAGE 01 SAN SA 03529 281652Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

117597 290220Z/65 

R 281428Z JUL 77 

FM AMEMBASSY SAN SALVADOR 

TO USDOC WASHDC 

INFO SECSTATE WASHDC 5032 

UNCLAS SAN SALVADOR 3529 

USDOC PLEASE PASS INFO: OPIC, FCIA, EXIMBANK 

EO 11652: NA 
TAGS: BTIO, ES 

SUB J : FOREIGN GOVERNMENT TENDER - SPECIAL HANDLING - (PRE- 
QUALIFICATION OF SUPPLIERS FOR SAN LORENZO HYDROELECTRIC 
PROJECT) 

REF: 10 FAM 162, 163 AND 164 

1 . 21 1/01/T-0002 

2. H7/15/77 

3. J. BELT. 

4. 211 EL SALVADOR 

5. N 

6A. REPLY TO - 
6B. - 

6C. COMISION EJECUTIVA HIDROELECTRICA DEL RIO LEMPA (CEL) 

9 A. CALLE POINENTE 950 

SAN SALVADOR, EL SALVADOR, CENTRAL AMERICA 

UNCLASSIFIED 

UNCLASSIFIED 
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7. CEL-543 

8. 8/31/77 

9.201 

10. PREQUALIFICATION OF FIRMS FOR THE FABRICATION, SUPPLY AND 
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INSTALLATION OF THE FOLLOWING: 

3511 141 - TWO HYDRAULIC TURBINES, VERTICAL AXLE KAPLAN TYPE; 

ONE RUNNER; 92,400 KILOWATTS; 30 METER NET HEAD; SPEED OF 
OPERATION 105.9 RPM. 

351 1271 - TWO ELECTRO-HYDRAULIC GOVERNORS, SOLID STATE TYPE. 
ESTIMATED OVERALL VALUE US$7-8 MILLION. 

11. FINANCING OF FOREIGN EXCHANGE COMPONENT OF CONTRACT INTEGRAL 
PART OF BID. FINANCING TERMS OFFERED BY BIDDING FIRM WILL BE 
IMPORTANT ELEMENT IN ASSESSING BID AND ASSIGNING CONTRACT. 

FIRMS WANTING TO PREQUALIFY MUST HAVE HAD SUCCESSFUL EXPERIENCE 
IN THIS TYPE OF WORK AND MUST PRESENT FORLLOWING: RECORD OF 
EXPERIENCE IN THE MANUFACTURE OF EQUIPMENT AND MACHINERY LIKE 
THAT DETAILED ABOVE, FINANCIAL STATUS, DESCRIPTION OF PLANT 
AND ORGANIZATIONAL STRUCTURE, BANK REFERENCES, AND ANY OTHER 
PERTINENT DATA. 

ALL DATE FOR PREQUALIFICATION OF FIRM MUST BE SENT TO: 

HARZA ENGINEERING COMPANY 
150 SOUTH WACKER DRIVE 
CHICAGO, ILLINOIS 60606 

COPIES OF DOCUMENTS SENT TO HARZA, MUST ALSO BE MAILED TO 
ADDRESS IN ITEM 6C. 

BID DOCUMENTS 995-El WILL BE READY FOR DELIVERY TO PREQUALIFIED 
FIRMS IN AUGUST, 1977. TENTATIVE BID DEADLINE FOR EQUIPMENT IS 
DECEMBER 1 . 1977. DELIVERY DATES FOR TURBINES ARE NOVEMBER 
1. 1980 AND FEBRUARY 1. 1981 RESPECTIVELY. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 SAN SA 03529 281652Z 

AMERICAN SUPPLIERS HAVE AN AVERAGE CHANCE FOR SUCCESS AND 
ESTIMATED VALUE EXCEEDS $500,000 PER PRODUCT. 

LUBENSKY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 28-Jul-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SANSA03529 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770271-0880 

Format: TEL 

From: SAN SALVADOR 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977079/aaaaahem.tel 

Line Count: 97 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 93cbb370-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1958659 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - SPECIAL HANDLING - (PRE- QUALIFICATION OF SUPPLIERS FOR SAN LORENZO 
HYDROELECTRIC PROJECT) 

TAGS: BTIO, ES 
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